Post-Award Active IAs in R8 with USACE (from Grants Quick Reports 10-3-14): 



IA (USACE) Title 

IA Number 
(last 4 digits) 

Total Obligation 

PO 

1* 

2* 

3 

4 
5* 
6* 

7* 

8 

Nonresponsive F 


Upper Animas 
Watershed 

DW-96-954022-004 

100,000 

Paula Schmittdiel 


TOTAL 


[Nonresponsive | 



) Nonresponsive 

i 

4022-007 Technical Assistance Upper Animas, CO DW-96-954022-007 100,000.00 Paula Schmittdiel 


Nonresponsive 


1799957 


ED 000552 00019682-00001 











Nonresponsive 


ED 000552 00019682-00002 



